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DEPARTMENT OF COMMUNICATIONS 


(P. & T. Board) 


NOTIFICATION 


New Delhi, the 5th October 1970 

S.O. 3316. —In pursuance of para (a) of Section III of Rule 434 of Indian 
Telegraph Rules, 1951, as introduced by S.O. No. 627 dated 8th March, 19G0, 
the Director-General, Posts and Telegraphs hereby specifier the 26th October, 1U70 
as the date on which the Measured Ra-te System will be introduced In Anakapalle 
Telephone Exchange, Andhra Pradesh Circle. 


[No. 5-G5/70-PHB.] 
N. V. SHENOI, 

Senior Member (Telecom. Operations') . 
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